
ELECTRICITY ORDINANCE, No. 47 OF 1926. 






•the sixteenth day of December, One thousand 
nine hundred and twenty-six. 





GOVERNMENT OF PALESTINE. 


ELECTRICITY ORDINANCE, 

No. 47 of 1926. 

An Ordinance lo provide for Permits 
for Electrical Installations. 


BE IT ENACTED by the High Commissioner for Pales¬ 
tine, with the advice of the Advisory Council thereof:- 

1. This Ordinance may be cited as the Electricity Ordi- Short title, 
nance, 1926. 

2. (1) No person shall establish any installation or extend No electrical in- 
any existing installation for the production, supply, distribution, staiution to be 

or‘sale of electrical energy unless he obtains a permit from with permit 8 of 6 
the High Commissioner. High Commis¬ 

sioner. 

(2) Any person contravening the provisions of this 
Section shall be liable on conviction to a line not exceeding 
£E. 100; and the installation established in contravention may 

be removed bv order of the Court. 

* 

3. The High Commissioner may make, and when made Regulations, 
may vary or revoke, Regulations with regard to 

(a) the form of application for a permit and the 
conditions on which a permit may be issued. 

(b) the fee to be charged for a permit. 


16th December, 1926. 


PLUMER, F M. 

High Commissioner. 




Printed by the Greek Convent Press and Azriel Press, Jerusalem, 

on behalf of the Government of Palestine. 
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